The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L, PATRICK 
GOVERNOR 

UMOTHY P, MURRAY 

LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



12/21/10 


Maria Markos 

Assistant District Attorney, Essex County 


Dear Ms. Markos, 


Enciosed is the information you requested in regards 
Included are copies of the foilowing: 


to Commonwealth vs. 



1. Drug Anaiysis Laboratory Receipt. 


2 . 


Controi Card with analyticai results for sampie 



3. Analysis sheets with chemist’s hand notations and test results. 


4. 


GC/Mass Spectral analytical data for sample #”s 



GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Nicole Medina. If you have any questions about these materiais, please call me at the 
number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: NEM, CBS 


Corbett email PRR 007438 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 



Corbett email PRR 007439 










Date Analyzed: [Q 

City; Lynn Police Dept. ( I 

Officer: Detective MARK RICHMOND 
Def: 

Amount; 35.0 Subst:TAB 

No. Cont: 1 Com; pb 

Date Rac'd; 04/09/2010 No. Analyzed;^ 

Gross Wt.: 15.80 Net Weight; 

# Tests: 

Prelim: ^Findings; tfV 



Corbett email PRR 007440 



PRELIMINARY TEST RESULTS 

RESULTS jrobo:}H_ 

date 


GC/MS CONFIRMATORY TEST 
RESULTS XY\ Dm n 

OPERATOR KBc _ 

DATE C)b>-<ao-io 


Revised 7/2005 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ADS Vial 


D;\GC DATA\05_11_10\ 

01.D' 

FIDlA.CH 

11 May 2010 14:22 

BLANK-NEM 

1 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\l\METHODS\ROUTINE.M 

Title : 


Response. 


1 . 25 


Signal: 01.0\FID1A.CH 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_11_10\ 

02 .D 

FIDIA.CH 

11 May 2010 14:38 

BENZYLPIPERIZINE STD 

2 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METH0DS\R0UTINE.M 

Title : 


Signal ; FIDIA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak peak 

% of 

# 

min 

min 

min 

TY 

height 

area % max. 

total 

1 

1.127 

1.091 

1.379 

BB 

789695542 

9856012651 100. 

00% 99.575% 

2 

2.163 

2.127 

2.257 

BB 

3457082 

42045273 0.43% 

0.425% 


Sum of corrected areas: 9898057924 


ROUTINE.M Tue May 11 14:52:53 2010 


Page: 1 
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Area Percent Report 



Corbett email PRR 007444 











Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_11_10\ 

03 .D 

FIDlA.CH 

11 May 2010 14 : 54 

BLANK-NEM 

3 Sample Multiplier: 1 


Integration Pile; autointl.e 

Method : C; \MSDCHEM\1\METHODS\ROUTINE.M 

Title ; 

Signal : FIDlA.CH 

peak R,T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

1 1.128 1.098 1.416 BB 766391757 9779701794 100.00%100.000% 

Sum of corrected areas: 9779701794 


ROUTINE.M Tue May 11 15:09:08 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
AhS Vial 


D:\GC DATA\05_11_10\ 

04 .D 

FIDIA.CH 

11 May 2010 15:10 

3,4-MDMA STD 

4 Sample Multiplier; 1 


Integration File: autointl.e 

Method : C:\MSDCHEM\l\METHODS\ROUTINE.M 

Title : 

Signal : FIDIA.CH 


R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1.127 

1.099 

1.343 

BB 

774615965 

9815779666 100. 

00% 99.513% 

2.273 

2.231 

2.361 

BB 

4682408 

48032135 

0,49% 

0.487% 


Sum of corrected areas: 9863811801 


ROUTINE. M Tue May 11 15:25:28 2010 


Page; 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_11„10\ 

OS .D 

FIDIA.CH 

11 May 2010 15:27 

BLANK-N EM 

5 Sample Multiplier; 1 


Integration File: autointl.e 

Method : C:\MSDCKEM\1\METHODS\ROUTINE.M 

Title : 

Signal : FIDIA.CH 

peak R.T. Start End PK peak peak 

# min min min TY height area 

1 1.127 1.094 1.371 BB 816082735 9844320720 100.00%100.000% 

Sum of corrected areas: 9844320720 


peak % of 
% max. total 


ROUTINE. M Tue May 11 15:41:41 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D;\GC DATA\05„11„10\ 

06.D 

FIDIA.CH 

11 May 2010 15:43 . 

3,4-MDA STD 

6 Sample Multiplier: 1 


Integration File; autointl.e 


Method : C:\MSDCHEM\l\METHODS\ROUTINE.M 

Title : 


Signal 


FIDIA.CH 


peak 

R.T. 

Start 

End 

# 

min 

min 

rain 

1 

1,126 

1.085 

1.389 

2 

2.112 

2.070 

2.212 


PK peak 
TY height 


peak 

area 


peak 
% max. 


% of 
total 


BB 852891676 10188977344 100.00% 99.630% 
BB 3264129 37811984 0.37% 0.370% 


ROUTINE.M Tue May 11 15:57:58 2010 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D;\GC DATA\05_11_10\ 

07 .D 

FIDIA.CH 

11 May 2010 15:59 

BLANK-NEM 

7 Sample Multiplier: 1 


Integration File; autointl.e 

Method : C:\MSDCHEM\1\METHODS\ROUTTNE.M 

Title : 

Signal : FIDIA.CH 

peak R.T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

”~1 l”l26 l"o86 1.387 BB 829684146 10040580484 100.00%100.000% 

Sum of corrected areas: 10040580484 


ROUTINE. M Tue May 11 16:14:16 2010 


Page: 1 
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Area Percent Report 


Data Path : D:\GC DATA\05_11„10\ 

Data File : 08.D 

Signal(s) ; FIDlA.CH 

Accj On : 11 May 2 010 16:15 

Sample ; METHAMPHETAMINE STD 

Wise : , 

ALS Vial : 8 sample Multiplier: 1 

Integration File: autointl.e 


Method 

: C:\MSDCHEM\l\METHODS\ROUTINE.M 


Title 





Signal 

: FIDlA.CH 




peak R.T, 

# min 

Start 

min 

End 

min 

PK peak peak peak 

TY height area % max. 

% of 
total 


1.346 BB 2147479164 23832267830 100.00% 99.804% 
1.516 BB 6165239 46884255 0.20% 0.196% 

Sum of corrected areas: 23879152085 


1 1.139 1.098 

2 1.458 1.434 


ROUTINE.M Tue May 11 16:30:31 2010 


Page; 1 
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Area Percent Report 











Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
AliS Vial 


D;\GC DATA\05_11„10\ 

53 .D 

FIDIA.CH 

12 May 2010 4:11 

BLANK-NEM 

S3 Sample Multiplier: 1 


Integration File: autointl.e 


Method :. c;VMSDCHEMV1\METHODS\ROUTINE.M 

Title ; 
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Area Percent Report 


Data Path 
Data File 
Signal{s) 
Acq On 
Sample 
Misc 
ALS Vial 


D;\GC DATA\05_11„10\ 
54.D 

FIDIA.CH 

12 May 2010 4:27 


54 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METH0DS\ROUTINE.M 

Title : 


Signal ; FIDIA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

« 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1.127 

1.101 

1.379 

BB 

799903354 10112217842 100. 

00% 97.645% 

2 

1.968 

1.934 

2.026 

BB 

975170 

10853754 

0.11% 

0.105% 

3 

2.173 

2.096 

2.221 

BV 

3358933 

35091623 

0.35% 

0.339% 

4 

2.255 

2.221 

2.267 

W 

4955629 

47869784 

0.47% 

0.462% 

5 

2.276 

2.267 

2.346 

VB 

3148170 

26784195 

0.26% 

0.259% 

6 

3.464 

3.394 

3 . 521 

BB 

5971749 

114207728 

1.13% 

1.103% 

7 

3.599 

3.576 

3.644 

BB 

180292 

1570856 

0.02% 

0.015% 

8 

3.723 

3.699 

3.774 

BB 

353223 

3244063 

0.03% 

0.031% 

9 

4.345 

4.321 

4.391 

BB 

162096 

1358915 

0.01% 

0.013% 

10 

4.467 

4.441 

4.512 

BB 

124320 

1418653 

0.01% 

0.014% 

11 

4.658 

4,632 

4.704 

BB 

173319 

1519666 

0.02% 

0.015% 


Sum of corrected areas: 10356137079 


ROUTINE.M Wed May 12 04:41:57 2010 
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Area Percent Report 


Data Path 
Data File 
Signal{s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_11„10\ 
55.D 

FIDIA.CH 

12 May 2010 4:43 


55 Sample Multiplier; 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METH0DS\R0UTINE.M 

Title : 


Signal : FIDIA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1.128 

1.099 

1.341 

BB 

791634990 9836515307 100. 

00% 96.862% 

2 

1.968 

1.932 

2.037 

BB 

2122198 

21593580 

0.22% 

0.213% 

3 

2.174 

2.096 

2.221 

BV 

4455275 

45674231 

0.46% 

0.450% 

4 

2.256 

2.221 

2.268 

W 

6531709 

61664616 

0.63% 

0.607% 

5 

2.278 

2.268 

2.351 

VB 

4230386 

35549004 

0.36% 

0.350% 

6 

3.470 

3,394 

3.522 

BB 

6958362 

139372263 

1.42% 

1.372% 

7 

3.599 

3.583 

3.646 

VB 

139779 

1175280 

0.01% 

0.012% 

8 

3.726 

3.696 

3.784 

BB 

746544 

6860263 

0.07% 

0.068% 

9 

4.346 

4.321 

4.389 

BB 

118503 

1010572 

0.01% 

0,010% 

10 

4.467 

4.436 

4.526 

BB 

378599 

3757936 

0.04% 

0,037% 

11 

4.659 

4.632 

4,702 

BB 

227167 

1996361 

0.02% 

0.020% 


Sum of corrected areas; 10155169412 


ROUTINE.M Wed May 12 04:58:14 2010 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


Dr\GC DATA\05„11_10\ 

56.D 

FIDIA.CH 

12 May 2010 4:59 

BLANK-NEM 

56 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METH0DS\ROUTINE.M 

Title : 


Signal : FIDIA.CH 

peak R.T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

1 1.128 1.096 1.387 BB 766631495 9845140833 100.00%100.000% 

Sum of corrected areas: 9845140833 


ROUTINE.M Wed May 12 05:14:35 2010 


Page: 1 
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Area Percent / Library Search Report 


\/p\C 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMet h: 
Integrator : 


Data File: 

D; \SYSTEM5\05_19_10\717937 .D 

KAC 

19 May 2010 19:09 

BLANK 

1 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


717937.D 


Tue Dec 21 10:27:30 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\05_19_10\717938 .D 
KAC 

19 May 2010 19:21 

3,4-MDMA STD 

5 

MDMA 

RTE 


._ - —— — - - —--ncmTMSiT 

TOuncJance 

500000] 

' j 

400000j 

i 

3000001 


100000 ] 


1 

i 


T - r “t-T'T-1 


! 

‘ ‘ L ^ ^ L_ — rtn *> t/\ Q nrt ft 1 

1 U i --r- i 1. i' ; -1—' 

. 2.m .2.60 

^3,00 ' ' 3^0 _ ^6. 

5.00 

5.50 

6.00 6.50 7^0 ,_7.50 __] 

Ret. Time 


Area 

Area 

% 

Ratio % 

2.048 


709609 

100 . 

00 

100.00 


200000 


2105 


717938.D 


Tue Dec 21 10:27:38 2010 


Page 1 


Corbett email PRR 007465 







Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\05_19_1 

Operator : KAC 

Date Acquired : 19 May 2010 19:21 

Sample Name ; 3,4-MDMA STD 
Submitted by : 

Vial Number : 5 

AcquisitionMeth: MDMA 
Integrator : RTE 


0\717938.D 


Search Libraries: 


C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality; 90 
Minimum Quality: 0 


PK# 


RT Library/ID 


CAS# Qual 


1 


2.05 


C:\DATABASE\NIST98.L 10 9 

1 3-Benzodioxole-5-ethanamine, N, .a 042542-iU y 
l',3-Benzodioxole-5-ethanamine, N,.a 0^2542-10-9 
1 , 3 -Benzodioxole-5-ethanamine, N,.a 042542- 


90 

86 

83 


l^bund'ance' 

i 8o! 


60 j 

401 


— —.— -7s^/erag¥of21J05ToZT49nTiin.r7T753TO 

58 


20 


L 

Wz->_ 

30 40_ 

51 


Sibundance 

. 


80 



1 60 



! 40 

1 



1 20 

30 42 

51 

0 

hi/z-> 

30 40 



77 

71 

•f-H r^T^-1 j-T-. 

60 70 80 


135 

85 91 98 105 116122 . 145.^ .158 16^ 1J5 . 

1 io“’' i^o^'"iio lio _i5^ ...i^._ lio._ .i6o__i^o_ 


90 


^ 112755 ; LS-BenzodlOT^e^ethanamlhe, N.Talpfi^dlmelbyl- 


58 


65 


77 


60 


70 


80 


88 

T i 

90 


105 


iOo ' il6 120 


135 

-T-_| r-L T -, r 

130 140 


150 160 


' ' Ho 


178 

' Ho 


193 

190 


717938.D 


Tue Dec 21 10:27:39 2010 
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AiTBa P©xc©nt / LibirsirY' Ssai’ch RGpoirt 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

D : \SYSTEM5\05__19_10\717940 .D 


KAC 

19 May 2010 
BLANK 
NEM 
2 

MDMA 

RTE 


19:45 



Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


717940.D 


Tue Dec 21 10:27:45 2010 
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Area Percent / Library Search Report 


Information 
File Name 


from Data File: 

: D:\SYSTEM5\05_19_10\717941.D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

19 : 57 

NEW 

41 

MDMA 

RTE 


|S&undance 

i 1000000j 
800000I 

600000I 

4000001 

200000I 


2.03 


1.78 


Tlme--> 


OL 


—ncmrsiiTD 


3128 


2.00 


lio . ' - 7.po:, jsrjho . zjm 


Ret. Time 

Area 

Area % 

Ratio % 

1 781 

193749 

5.00 

9.32 

1.968 

465053 

12.01 

22.37 

2 032 

718746 

18.56 

34.58 

2.058 

417011 

10.77 

20.06 

3.276 

2078481 

53.67 

100.00 


717941.D 


Tue Dec 21 10:27:49 2010 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\05_19_10\717941.D 

KAC 

19 May 2010 19:57 


NEM 

41 

MDMA 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# 


RT Library/ID 


CAS# Qual 


1.78 C:\DATABASE\NIST98.L 

lH-Isoindole-1,3 (2H)-dione, 2-methy 000550-44-7 
lH-Isoindole-1,3 (2H)-dione, 2-methy 000550-44-7 
lH-Isoindole-1,3 (2H)-dione, 2-methy 000550-44-7 


96 

93 

91 


[BiEundance 


80 


"Aveilge^tTSBlo i:ff25TnIrrr^ 


iei 


60 


40 


20 


76 


104 


50 


66 

I 


Wz-> 




38 




117 


85 99 


132 


i| 


20 


3b"' 40^ _6‘0 70_80_ 90 100 DO 


Tbo Ub 


168^ 
160 ' 170 


jSbundance 


80! 


60 


40 


20 


■■W094Tr-fWsbinaoIe^1 ."3pH)^^idnre;^me[hyb 


1^1 


76 


50 


104 


15 


0 ' . -j—r- 

'vnlz-> 10 


20 


28 


t'i-- 

30 


38 


Si 44 


66 


56 61 ! 


40 50 60 TO 


90 

i 84 ,! 

80 90 


117 

I 




132 


^9^ 

"fob '' iio ' ' 120 ’ 130 


iJb " ibb " fbo q/o 


717941.D 


Tue Dec 21 10:27:49 2010 


Page 2 


Corbett email PRR 007469 

























Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


D:\SYSTEM5\05_19_10\717941.D 

KAC 

19 May 2010 19:57 


NEM 

41 

MDMA 

RTE 


Search Libraries: 


C : \DATABASE\PMW__T0X2 . L 
C;\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# 


RT 


Library/ID 


CAS# 


1.97 C:\DATABASE\NIST98.L no97Rq 98 6 

1-Benzylpiperazine 002759-28 6 

Benzene, ( 2 -methoxyethenyl)-, (Z)- 014371-19 8 

Ethanol, 2 -[methyl{phenylmethyl)ami 000101-98-4 


Qual 


96 

49 

47 


\bundahce 

i 

80 i 

60 j 

j 40!. 

I 20 

0 

jm/z--> _ iO 
‘Abundance 

80 

60 


Average 011925 to 2.005 mln,:V17941 .fX(-) 


134 


56 


42 

, ■T-iti 


65 


49 nhl -.J 


77 8i 


176 


104 


120 
1.1 127 


146 


154161 


188 


20 30 40 50 W 70 80 90 


liio 1*16 1^0 i5o ^0 i) o 19 


2^ ^ 

"21b '226 255 " 


9 ,^ 


^38295ri -Benzylpiperazine 


40 


201 


134 

I 


56 


28 


42 


65 


oiJe 

hi/z-> 10 




104 


120 


176 


146 


159 


5b iio lab' lbb '25 o' 2 Tb 2 |o.^5b 


717941.D 


ab '" 3 b jb ■' 50 ;leb; ; 7b_ bo _,9b ibo;^'j2o/;iip 'iw'iso 5 

Tue Dec 21 10:27:50 2010 Page 3 
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Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


D ; \SYSTEM5\05__19_10\717941. D 
KAC 

19 May 2010 19:57 


NEM 

41 

MDMA 

RTE 


Search Libraries: 


C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality; 0 


PK# RT 


Library/ID 


CAS# 


Qual 


2.03 C:\DATABASE\NIST98.L rc; - - 9 

2-Acetylamino-3-amino-l,4-naphthoqu 013^55 96 

1,1'-Biphenyl, 4-chloro- 

2-Methyl-2,3-epoxy-2,3-dihydro-l,4- 015448-59-6 


50 

43 

43 


\buri3ance 


. - Avefa^T2:0(mbI?:048min:: n79T1Xr(.) 


198 


80! 


60 


40i 


20 ! 


m/z--> 


58 


145 


172 


159 


42 51 |J 65 75 s3 t 


166 


230 




179 . i 


200 


211 




lAbundance 


—#79889y2-AcetyIaminb;3-amino-1.4-naptithoquinone 


188 


80 


60 
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Library Searched 

Quality 

ID 


C;\DATABASE\NIST98.L 

i°3-Benzodioxole-5-ethanamine, N, .alpha .-dimethyl- 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


Dana fixe: 

D:\SYSTEM5\05_19_10\717941.D 

KAC 

19 May 2010 19:57 


NEM 

41 

MDMA 

RTE 


Search Libraries: 


C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality; 0 


PK# 


RT 


Library/ID 


CAS# 


2.06 C:\DATABASE\NIST98.L t ^ -^4 7 

Cyclohexane, l-methyl-3-{1-methylet 013828-34 7 
Cyclohexane, l-methyl-4-(1-methylet 
Cyclopentane, pentylidene- 053366-55 5 


Qual 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\05_19_10\717941.D 

KAC 

2010 19:57 


NEM 

41 

MDMA 

RTE 


Search 

Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# ' 

Qual 


3.28 C:\DATABASE\PMW_TOX2.L 

Caffeine 
Mescaline AC 

Endogenous biomolecule 2AC 


000058-08-2 96 
000000-00-0 17 
000000-00-0 7 


[Abundance 
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Average of 3.212 lo 3.298 min.: 717941 .cr(-) 


194 


60! 


40 


20 


109 


55 


67 


82 


42 


nl 3MI. 47 .. 

'miz-> " « ^. oV Vo.ab_9'o _i6o_ 




94 

Vi-v-T-.-!'- 


I 136 

Jl 123 k 152 .[_ 179 188 

110 " iJo*'^5o"^ Ub ibb"^ibb' 170 . i8o 


207 



^rarrCaffelne 


109 


PS2D 


194 


55 


67 


' 4 b' " 5 b' "bo "Vo" sb "' Vo''' ibo ’' ilb 


82 




94 


137 

,! 


165 


"ibo i'ib"i5o"ibb'' itb” ibb""ibb ’ Ibb 


717941 .D 


Tue Dec 21 10:27:52 2010 


Page 6 


Corbett email PRR 007474 






























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D :\SYSTEM5\05_19_10\717943 . D 
KAC 

19 May 2010 20:22 


BLANK 

NEM 

2 

MDMA 

RTE 



Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


7 17943.D Tue Dec 21 10:28:01 2010 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\05_19_10\717944 .D 
KAC 

19 May 2010 20:34 


NEM 

44 

MDMA 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1.96 C:\DATABASE\NIST98.L 

1-Benzylpiperazine 002759-28-6 
Ethanol, 2 -[methyl(phenylmethyl)ami 000101-98-4 
Benzene, {2-methoxyethenyl)-, (Z)- 014371-19-8 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\05_19_10\717944.D 

KAC 

19 May 2010 20:34 


NEM 

44 

MDMA 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2,L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


2 2.03 C:\DATABASE\NIST98.L 

2,2,9,9-Tetramethyldec-5-ene-3,7-di 102745-35-7 38 

Benzaldehyde, 2,5-difluoro-4-hydrox 148872-77-9 36 

Coumarin, 5,7,8-trimethyl- 1000132-62-2 28 
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Library 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\05_19_10\717944.D 

KAC 

19 May 2010 20:34 


NEM 

44 

MDMA 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


3 2.05 C:\DATABASE\NIST98.L 

Pyrimidine, 2-fluoro-5-chloro-4-ami 000155-10-2 9 

1-Cyclohexen, l-cyano-4-isopropenyl 1000126-45-8 9 

S-Triazolo(1,5-A)pyridine, 2,4-dime 004931-28-6 9 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM5\05 19 10\717944.D 

Operator 

KAC 

Date Acquired 

19 May 2010 20:34 

Sample Name 
Submitted by 
Vial Number 

44 

AcquisitionMeth 

MDMA 

Integrator 

RTE 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


3.26 C:\DATABASE\PMW_TOX2.L 
Caffeine 

Endogenous biomolecule 2AC 
Proxyphylline 


000058-08-2 96 
000000-00-0 7 
000603-00-9 4 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\05_19_10\717958.D 

KAC 

19 May 2010 23:23 

BLANK 

2 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


717958.D 


Tue Dec 21 10:28:18 2010 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\05_19_10\717959.D 

KAC 

19 May 2010 23:35 

3,4-MDMA STD 

5 

MDMA 

RTE 


Abundance 
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Ret. Time 

Area Area % 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D :\SYSTEM5\05_19_10\717959 .D 
KAC 

19 May 2010 23:35 

3,4-MDMA STD 

5 

MDMA 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C;\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality; 0 


PK# 


RT 


Library/ID 


CAS# 


Qual 


2.05 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 91 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

N-Methyl mda acetate 1000119-21-0 78 
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